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25 JAN 155 


MEMORANDUM FOR: Associate Deputy Director for Science § Technology 
SUBJECT : Inspector General's Draft Report on JPRS [| 


REFERENCE : Memo for [D/S&T from 1G dtd 13 Jan 78, subj: 
pectian Report on Domestic Installations 


Ing} 
pa bctivitie in the Washington, D. C. Area 


substantive corrections and clarifications, 


aa | The IG Staff's introductory comments on the scope 
of the eld inspection state that "Headquarters activitics 
are being reviewed only to the extent that they relate to or support 
domestic field activities.'' The investigators’ draft report on JPRS 
suffers from failure to take into accamt highly relevant FRIS Mead- 
engin rps fod pad Be arently because of an incomplete understanling 
of JPRS' mis haw JPRS interacts with inhouse componerts. 

Time may es eee a factor: sats spent less than two days at JPRS, 
following a very brief meeting in FRIS Headquarters. 


3. The problens addressed by the ee are well 
known to FBIS management and are high. 


1, i FBIS comments on the IG team’s draft report are attached. 
They inc 
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Attachment ; 
As stated 
Distribution: 
Orig - Addressee 
2 - 0/D/FBIS 
1 - Exec Registry 
1 - - Prod Group 
This documents may be declassified 5X4 
25 Jan 78 and redesignated ALMIN-INTERNAL USE 


QNLY when attachment is removed. 


Jr Beene g 
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